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: a a The Best Records Protection You Can Buy 


WHAT MEANS MOST TO US 
IS PROTECTING WHAT MEANS 
MOST TO YOU. 


Life is unpredictable. Disaster can strike your home or business at any time. 
Clutter and disarray can creep in and create lost productivity and profit. It's 
time to protect what really matters, with solutions from the company that 
specializes in peace of mind. For more than six decades, FireKing has taken 
great pride in providing homes and businesses with safety, security and 
organization, along with the reassurance of knowing they can recover from 
whatever disaster life throws at them. From documents, petty cash, key 
management, and data storage to your most business-critical files, FireKing 


keeps the truly irreplaceable, truly safe. 
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FIREKING PROVIDES PEACE OF MIND. 


Take a moment and think about the things the things that deserve the protection that 
that are most important to your business FireKing can provide. FireKing products 

or home. The things that can't be easily come in an extensive range of styles and 
replaced, or replaced at all. Think about sizes to provide safe, secure storage that 
your most business-critical tax and payroll blends in with your business, and your life. 
documents. Your digital storage media. For every reason, choose FireKing, and 

Or your licensing paperwork. Now think invest in your own peace of mind. 


about the personal things that are just as 
valuable to you. Like your insurance policies, 


birth certificates and passports. These are 


Use these icons to guide you to the FireKing 
products that will best suit your needs. 
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Internal temperature Internal temperature For media protection. Certified to protect Designed to withstand 
will not exceed 350° will not exceed 350° The Internal hard drives, CD's, a 30 foot drop 
for 1 hour for 2 hours temperature will DVD's, flash drives, 
not exceed 125° thumb drives from 
exposure to heat 


for 30 minutes 


high-security RSC Made in 
ey lock water resistant burglary rated theft resistant America 
Key Lock to All FireKing files are Residential Security Theft Resistant Made in the U.S.A. 
resist picking designed to prevent Container (RSC) rated 
and drilling water damage 
resulting from 


Sprinklers and 
fire hoses 
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WHEN DISASTER 
STRIKES, MAKE 
SURE YOU HAVE 
THE RIGHT ARMOR. 


Some things are valuable. Some, on the other hand, 
are practically irreplaceable. Whether you're securing 
business-related items like license paperwork, payroll 
documents or computer media, or protecting your 
most precious personal items like passports, digital 
photographs and insurance policies, FireKing is the 


solution to trust. 


Whatever your business or lifestyle, FireKing has 

a storage solution that will keep your possessions 
safe. The things that matter most deserve the best 
protection money can buy. Don't entrust them to 


anything less than FireKing. 


FireKing 20, 


The Best Records Protection You Can Buy 


COLORS 


FireKing? Vertical, Lateral, FireKing 25, Card, Check and Note Files, Signature Series 
and FireKing Two-Hour file cabinets are available in the 11 standard colors preferred by 
today's office designers and decorators: Parchment, Champagne, Tan, Sand, Platinum, 
Brown, Taupe, Pewter, Black, Arctic White and Ivory White. 


Turtle? Files are available in Parchment only. 

Turtle? Safe-In-A-File™ available in Arctic White only. 

Patriot by FireKing™ Files are available in Parchment and Black only. 

To aid your selection, your FireKing dealer will be glad to show you color charts. 
Custom colors are also available. 


Parchment Sand Black Platinum Pewter Tan 
Colors are not an exact match. 
Please contact Customer Service 
if matching a specific color. 


Champagne Taupe Brown Arctic White Ivory White 


FILE FEATURES 


FIREPROOF INSULATION 
is 100% gypsum, reinforced by a 
1"x2" lattice made of 14-gauge, 
galvanized welded-steel wire, 
providing complete peace of mind 
from fire, impact, or explosion. 


DRAWER LOCKS 

on all files provide general locking of 
all drawers through either standard key 
Jocks or UL®-Iisted, high-security locks. 


DRAWER PULLS 


WATER RESISTANT, THE BEST o st are surface-mounted to allow 
all FireKing files are designed to prevent FOR Doo for extra insulation inside the 


water damage resulting from sprinklers drawer heads. 
and fire hoses. Vertical Classic files 

are ETL verified and have fire retardant 
silicone gasket around each drawer for 


added protection. INSULATION BETWEEN 


ALL DRAWERS 
makes each one a separate 


FIELD-REPLACEABLE insulated contaíner. 


STEEL PANELS 
in the event that any 
panel is damaged. it 


can be easily replaced. = N TWO-POSITION 
Be DRAWER CATCH 
allows access to certain drawers 
while others remain locked. 
(Not available on Patriot by 


FireKing files.) 


FINISH 
is an environmentally friendly, 
electrostatic powder coating, applied 
to all sides, including bottom. The 

finish is scratch-resistant, providing a 
lifetime quality appearance. 


DRAWER HEADS 
are formed of welded 
steel and filled with 
fireproof gypsum insulation. 


DRAWER BODIES 
are built with high sides for 
use with hanging folders — no 
additional frames are required. 


DRAWER 
SUSPENSIONS 
are maintenance-free. 


FIREKING? VERTICAL FILES 


4-2131-C 
Legal size/Shown in Parchment 


FIREKING? VERTICAL FILES 

FireKing Vertical 31'-deep Files add a lot of protection 
to any office. For a modest one-time investment, you'll 
rest easier knowing that FireKing's most popular 
fireproof files are protecting your business. Vertical 

files are available in 2-, 3- and 4-drawer sizes, as well 
as letter and legal widths. A UL*-listed high-security 
Medeco? lock is standard. A variety of additional 
locking options are available. Choose from 11 standard 
colors (or any custom color you specify) to match your 
office décor perfectly. A complete range of accessory 
and interior options are also offered. Keep your records 
safe and on-hand with UL Class 350 1-hour fire and 
impact rating that carries FireKing's limited lifetime 
warranty and free replacement after fire guarantee. The 
exact style you want and the peace of mind you need. 


FIREKING? LATERAL FILES 


4-3822-C 
Shown in Black 


2-3822-C 


FIREKING® LATERAL FILES 

Our Lateral Files offer you all the features of 

our Vertical Files in a sleek design. They're fully 
equipped to handle both letter and legal hanging 
files-no additional frames are required." They're 
available in 31", 38" and 44" widths in 2-, 3- and 
4-drawer models, with a UL-listed Medeco key lock. 
Additional locking options are available. Like our 
vertical files, they carry a UL Class 350 1-hour fire 
and impact rating. Files are backed by FireKing's 
limited lifetime warranty with free replacement 
after fire guarantee. Also available in 11 standard 
colors or any custom color you specify. Peace of 
mind that fits your office and your sense of style. 


“An additional hanger bar is required for filing 
letter-size files side-to-side. 


FIREPROOF PRODUCTS 


FIREKING 25° 


4-2125-C 
Legal size/Shown in Platinum 
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FIREKING 25% 

FireKing 25 files provide your important records 
with the protection they need with a UL class 350 
1-hour fire and impact rating while economizing 
your space and budget. All the benefits of our 
larger-sized FireKing files in a competitively priced, 
25"-deep size. Available in 2- or 4-drawer models 
and letter or legal widths. All FireKing 25 files are 
equipped with a UL*-listed, high-security Medeco® 
key lock, and FireKing's limited lifetime warranty 
with free replacement after fire guarantee. Also 
available in 11 standard colors. 

Follower blocks for FireKing 25 files are sold separately. 


FIREKING TURTLE? 


4R1822-C 
Shown in Parchment 


documents can he 
filed in a Turtle. 


2R1822-C 
Shown in Parchment 


FIREKING TURTLE® 

Don't spend money duplicating or replacing 
your valuable records. Just get a Turtle. For 
safeguarding your irreplaceable records and 
documents, no other 22"-deep file gives 
you as much protection as the extra-tough 
Turtle from FireKing. Both letter- and legal- 
sized documents can be filed in a Turtle. 
The Turtle offers UL 1-hour fire protection 
with impact rating. Each one comes with 

a standard 4-pin key lock and our limited 
lifetime warranty with free replacement 
after fire guarantee. It’s perfect for your 
home, personal office or small business. 
Available in Parchment color only. 


Letter- and legal-sized 


* Letter - front-to-back 
* Legal - side-to-side 


FIREKING TURTLE® 
SAFE-IN-A-FILE” 


2R1322-CAWSF 
Shown in Arctic White 


Top door 
conceals inner 
door to safe 
compartment 


Bottom file drawer 


FIREKING TURTLE? SAFE-IN-A-FILE™ 

Our compact 22” size Turtle file is cleverly 
designed to conceal a 1.3 cubic foot safe 
with a 3/16” solid steel door behind a 

false top drawer panel. Spacious interior 
safe is 10.9” high, 13.36” wide and 15.27” 
in depth. Interior safe is painted graphite. 
The Turtle Safe-In-File is the perfect fit for 
small or home office. Even fits in a standard 
closet. File Drawer has a UL 1-hour fire 
rating. Exterior is available in our popular 
Arctic White finish. Both letter or legal sized 
documents can be filed in the file drawer. 
Carries FireKing's limited lifetime warranty. 


FIREPROOF PRODUCTS 


PATRIOT BY FIREKING® 


4P1825-C 
Shown in Parchment 


2P1831-C 
Shown in Parchment 


PATRIOT BY FIREKING® 

Economically priced for today’s economy 
yet features FireKing's signature integrity 
and high quality, and has been awarded 

the prestigious UL class 350° 1-hour fire 
rating. The Patriot file comes in two and 
four drawer 31" and 25" models; 25" 
models are equipped to file letter-sized 
documents front to back or legal-size 
documents side to side. Features include 
field replaceable panels, recessed handles 
and your choice of two popular colors: black 
and parchment. Backed by a manufacturer's 
10-year limited warranty. 


FIREKING? SAFE-IN-A-FILE™ 


FIREKING? CARD, CHECK AND 


NOTE FILE 


SAFE-IN-A-FILE 
4-2131-CSF 
Shown in Parchment 


Ways 


Top door conceals Inside Safe-In-A-File With remaining 
inner door 3 file drawers 
FIREKING® SAFE-IN-A-FILE™ 


For additional security, we offer the Safe-In-A-File. This 
file also carries the UL class 350 1-hour fire and impact 
rating and a free replacement after fire guarantee. The 
exterior is available in11 standard colors. 


FireKing Safe-In-A-File Features 
* 2.4 cubic foot capacity 
e Inner safe door constructed of "a" steel 
* Safe features internal relocking device 
* Both safe and file drawers offer 
fireproof protection 
* UL*Jisted Group ll combination lock 
+ Safe interiors are available in 
Graphite color only 


6-2552-C 
Shown in Parchment 


Shown with 32026 Inserts (sold separately) 


FIREKING® CARD, CHECK 

AND NOTE FILES 

Available in 4- and 6-drawer models. All 
models come with a UL® 1-hour fire and 
impact rating and FireKing's limited lifetime 
warranty with free replacement after fire 
guarantee. All Card, Check and Note Files 
feature a UL-listed, high-security Medeco® 
key lock. A wide variety of additional locking 
options are available to secure confidentiality. 
Plus, these files offer the option of 2- or 
3-section inserts and card trays to allow you 
the flexibility your filing systems require. They 
come in 11 standard colors or any custom 
color you specify. 


FIREKING® TWO-HOUR FILE 


TWO-HOUR FILE 
4-2157-2 
Shown in Parchment 


FIREKING® 2-HOUR VERTICAL FILES 
With a 2-hour fire and impact rating from 
Underwriters Laboratories? it's the ultimate 
in fireproof records protection. That's 
because they are made with Thermocell 112, 
a proprietary insulation which provides 
twice the protection. Available in both 
letter and legal sizes. A UL-listed, high- 
security Medeco® key lock comes standard 
and carries FireKing's limited lifetime 
warranty with free replacement after fire 
guarantee. Eleven standard colors to 
choose from. Vertical files also come in 
custom colors and are available in 2-, 3- 

or 4-drawer models. 


FIREPROOF PRODUCTS 


ACCESSORIES 

You have many options to customize most of our fireproof 
file cabinets. You can add security features as well as 
accessories that will help you tailor your cabinet to your 


SIGNATURE SERIES VERTICAL AND LATERAL FILES document types. 


Note: Some accessories and options may not be available on certain Filing Cabinets. 


i ¬ CASTERS 

Make your FireKing? 
file portable with a 
caster base. 


4S3822-CSCML 
Shown in custom color 


CROSS TRAY 
Cross Trays sit 
horizontally or 
vertically across a 
standard file drawer 
and are great for 
storing small items, 
cards, checks, etc. 


INNER DRAWER 
The Inner Drawer 
accessory fits inside 
standard file drawers 
and comes complete 
with glide rails for 
smooth operation. 


DOCUMENT INSERTS 
Opt for Document 
Inserts and provide a 
convenient way to file 
various non-standard 
size documents, a Top 
Inner Drawer (factory 
installed) or Section 
Inserts with 1 to 6 
sections. 


Match any color you choose for an additional cost 


SIGNATURE SERIES VERTICAL AND LATERAL FILES FILE LOCK OPTIONS 
Electronic Locks are 
available for most 
FireKing files. Specify 
one e-lock for the cabinet 
or order your file with 
e-locks on each drawer. 


FireKing? Signature Series file cabinets offer the maximum in efficient, 
space-saving capacity and carries FireKing's limited lifetime warranty with 
free replacement after fire guarantee. Available in vertical and lateral models, 
all come with the quality construction and design features that make FireKing 
your best choice in fire-resistant cabinets. 
+ Exclusive powder coat finish for superior scratch, scuff, and stain resistance 
+ Accuride drawer suspensions are guaranteed for life 
+ Field replaceable exterior steel skins 
e UL®-listed Medeco® high-security locks in a variety of key and lock arrangements 
+ UL 1-hour fire and impact rating 


(Not available on Turtle 
or Patriot files.) 


FireKing Signature Series vertical files feature drawers with 1°/s" extra 
clearance to accept the largest types of documents - international style A-4, 
box files, binders, foolscap, ledger and folio sizes. 


CF7236-MD 


FIREKING? END-TAB FILING 72" tall with 6 fixed shelves 


CF4436-MD 
44" tall with 3 fixed shelves 


The perfect unit 
for letter size 
end-tab filing. 


FIREKING? END-TAB FILING 

For the protection of important end-tabbed documents, there's no better storage solution than the CF7236-MD and the CF4436-MD cabinets. 
Similar to our popular CF7236-D and CF4436-D Storage Cabinets, this end-tab filing system is backed by a UL Class 350 1-hour fire rating and 
carries FireKing's limited lifetime warranty with free replacement after fire guarantee, giving you protection and peace of mind. Each unit houses 
three or six fixed shelves, depending on cabinet size, with three adjustable dividers installed on each. Whether it's medical, law, or dental files - 
or whenever end-tab filing is the method of choice - you and your clients can trust the security that these units provide. Available in Parchment 
or Arctic White color only. 


FIREKING® STORAGE CABINET 


CF7236-D 


CF4436-D 


FIREKING® STORAGE CABINET 


Because oversized documents, binders, end-tab filing, Banker's Box®, 


and other valuable items need fire protection too, there's the fire- 
resistant FireKing* Storage Cabinet. Both the 72" four-shelf model 
and the 44" two-shelf model are equipped with a weight capacity 

of 160 Ibs. per shelf, high-security Medeco? key locks that resist 
picking and drilling, plus scratch-resistant Parchment or Arctic White 
powder coat finishes for a lifetime of protection inside and out. 

They are also available with an Electronic Lock option. The FireKing 
Storage Cabinet comes with a UL Class 350 1-hour fire rating and 
carries FireKing's limited lifetime warranty with free replacement 
after fire guarantee. 


FIREPROOF PRODUCTS 


ACCESSORIES 

You have many options to customize our storage cabinets. 
You can add accessories that will help you tailor your cabinet 
to your document types. 


LETTER SIZE 
END-TAB FILING 


Store end-tab files with 
adjustable and modular 
end-tab filing shelves 
for easy, at-a-glance 
records archiving. 


PULL-OUT TRAY 

Create a convenient 
tabletop workspace in 
seconds with the Pull- 
Out Tray. It's sturdy 
enough to act as a writing 
surface, and discreet 
enough to slide out of 

the way when not in use. 


FILE DRAWER 

Our modular File Drawer 
comes in either a legal 
configuration, storing 

two rows of legal-sized 
folders side by side, 

or letter configuration, 
holding letter-sized folders 
in a single row. 


BLUEPRINT HOLDER 
Organize, store and 
access blueprints quickly 
with this convenient 
accessory. Blueprints 
are stored unfurled and 
upright so that designs 
and schematics are 
stored for easy access 
and protection. 


FIREKING? FIRE AND WATER 
RESISTANT SAFES 


KF2617-2WHE 
FIREKING 2-hour 
fire rated 


This model 

comes standard 
with one drawer 
and two shelves. 


KFO915-1WHE 
FIREKING 1-hour 
fire rated 


FIREKING® FIRE AND WATER RESISTANT SAFES 
No plastic all heavy steel construction + Steel bolt work + Powder coat finish * After 3 incorrect attempts safe goes into lockout mode + Fire rated 


Water resistant * Limited one-year warranty * Free after fire replacement + Bolt down kit included 


2-HOUR FIRE RATED 


Op to 4 user programmable 
lock; one manager with the 
ability to override and 3 
additional users 


* 4 AA batteries required 
(not included) 


* Up to 5 Live bolts; 3 Deadbolts 


+ Available in four sizes and 
comes in a White finish 


1-HOUR FIRE RATED 


* Up to 4 user programmable lock; 
one manager with the ability to 
override and 3 additional users 


* 4 AA batteries required 
(not included) 


+ 2 Key hangers included 
+ 2 Live bolts; 2 Deadbolts 


+ Available in three sizes and 
comes in a White finish 


KF2418-HBLE 
FIREKING 1/2-hour 
fire rated 


This model 
comes standard 
with one tray. 


1/2-HOUR FIRE RATED 

+ 2 user programmable lock 

+ Override Key included 

+ 9V battery required (included) 
e A Live bolts 

+ 3 Deadbolts 

+ Available in Black finish 


This model 
comes standard 
with two shelves. 


FIREKING? 1-HOUR 
FIRE- AND BURGLARY-RATED SAFES 


FB5428-1 
Shown in Graphite with 
optional electronic lock 


Comes standard 
with four shelves. 


FIREKING® 1-HOUR FIRE- AND BURGLARY-RATED SAFES 

These safes carry both a UL® Class 350 1-hour fire rating and a UL RSC 
burglary rating. You might expect to pay hundreds, even thousands, 
more for a safe so tough. However, using today's most advanced 
technology, FireKing is able to offer these dual-labeled safes at a very 
affordable price. You don't have to sacrifice protection or pay more 

for the security they offer. Available in 7 sizes and carries a one year 
warranty with free replacement after fire guarantee. Two colors to 
choose from; Graphite or Taupe. 


FIREPROOF PRODUCTS 


FB1612-1 
Shown ín Taupe with 
optional electronic lock 


For added security, a Ya" 
anchor hole comes standard 
in the bottom of the safe. 


FEATURES: 
* UL-listed relocking device for extra security 
+ Drill-resistant steel hardplate protects the combination lock 
* Vertical and horizontal bolts resist prying 
* Bolt-O-Matic door guard automatically extends the 1" bolts when 
the door is closed 
e UL-rated Group ll combination lock is standard with over 
1,000,000 combinations 
* Optional electronic lock automatically locks safe when door is closed 
+ 7%" anchor hole in bottom of safe comes standard for added security 


FIREKING? 2-HOUR FIRE WITH IMPACT 
AND BURGLARY-RATED RECORD SAFES 


KR2115-2 
Shown in Graphite with 


optional electronic lock KR5021-2 


Shown ín Taupe with 
optional electronic lock 


Equipped with 2 standard adjustable Three shelves are standard. 
shelves and extra hardplate for 
enhanced drill resistance. All have 

a UL? fire and impact label. a UL? 
RSC burglary label and a high-security 


Medeco® key lock. 


UL? 2-HOUR FIRE WITH IMPACT AND BURGLARY SAFES *The UL impact test calls for the safe to be heated to 1550°F for 

If you have reason to be extraordinarily serious about security, 30 minutes (1638°F for 45 minutes for a 2-hour fire-rated safe) then 
FireKing 2-Hour Fire and Burglary Safes are perfect for you. They dropped onto concrete rubble from a height of 30 feet. Then it is 

are designed to offer superior fire and burglary protection. All 6 inverted and reheated for another 30 minutes (45 minutes for a 

sizes carry a UL Class 350 2-hour fire rating, and all have passed 2-hour fire-rated safe). The safe must maintain its integrity throughout 
ULs impact test.” All meet stringent security testing and carry a the test and protect all contents. Why is impact testing important? 
UL RSC burglary label and a UL-listed relocker. Available in 6 sizes In many fires, roofs will cave in or the floor will collapse, destroying 
and carries a one year warranty with free replacement after fire everything under them. In such an event, you'll want to know your 
guarantee. Two colors to choose from; Graphite or Taupe. safe is impact-rated. 


Underwriters Laboratories and UL are registered trademarks of Underwriters Laboratories and are used with permission. 


FIREPROOF PRODUCTS 


SURESEAL BY FIREKING” FIRE & WATERPROOF CHESTS 


$S102 SS103 $S104 SS106 
Holds # 10 envelopes and folded documents Holds letter and A4 size documents flat Holds letter and legal size files Holds letter and A4 size hanging file folders 


+ 30-Minute UL Class 350 Fire + 30-Minute UL Class 350 Fire + 1-Hour UL Class 350 Fire + 30-Minute UL Class 350 Fire 
* Complete Waterproof Protection * Complete Waterproof Protection * Complete Waterproof Protection * Complete Waterproof Protection 
+ Protects Paper Documents + Protects Paper Documents + Protects Paper Documents + Protects Paper Documents 
& Digital Media (CD/DVD, & Digital Media (CD/DVD, & Digital Media (CD/DVD, & Digital Media (CD/DVD, 
Flash Drives & Portable Flash Drives & Portable Flash Drives & Portable Flash Drives & Portable 
Hard Drives) Hard Drives) Hard Drives) Hard Drives) 
* Dual Compression Latches + Dual Compression Latches + Dual Compression Latches + Dual Compression Latches 
+ Handle + Handle + Handle * 7 Yr. Warranty 
+ 7 Yr. Warranty + 7 Yr. Warranty + Safety Hinges + Lifetime After-Fire Guarantee 
* Lifetime After-Fire Guarantee * Lifetime After-Fire Guarantee + 7 Yr. Warranty 


* Lifetime After-Fire Guarantee 


SURESEAL BY FIREKING™ FIRE & WATERPROOF CHESTS All SureSeal by FireKing™ chests carry a UL fire rating and 

Every year fires destroy buildings, furniture and other items that keeps interior dry even when completely submerged for up to two 
can be replaced or rebuilt. But fire and water damage can also hours. Available in four sizes and designed to meet today’s new and 
destroy irreplaceable and priceless items. Keep your passport, changing consumer's needs for home and office security. 


digital media, birth certificates, warranties, insurance information, 
deeds and other valuables and important documents safe from fire 


and water with the new SureSeal by FireKing™ chests. This product is designed to protect digital media (CD/DVD, flash drives 
& portable hard drives). Please reference our data safes section for 
protection of film, data cartridges, video/audio cassettes, floppy discs, 
photos or photo negatives. 


FIREKING? 1-HOUR DATA SAFES 


DS1817 


y 


Safe shown with Composite Drawers 
and Fixed Shelves (sold separately). 


FEATURES: 
* Equipped with a high-security key lock 
+ Available in our Platinum finish 


TEST PROCEDURE 

"Maintain an interior temperature less than 125 °F and an interior relative 
humidity less than 80% for Class 125, when exposed to fire as per the 
Standard Time Temperature Curve for 1 hour to 1700 °F. Successfully 
undergo all other requirements for the Fire Endurance Test, the Explosion 
Hazard Test_ and the Humidity Test. 

OPTIONAL INTERIORS 

CS12-FS Fixed shelf for DS1513-1 

CS12-CD Composite drawer for DS1513-1 

CS16-FS Fixed shelf for DS1817-1 


CS16-CD Composite drawer for DS1817-1 


FIREKING? 1-HOUR FIRE RATED DATA SAFES 

A wide range of interiors for storing magnetic media make these 
safes a versatile and economical choice. Computer media is easily 
damaged. Manufacturers recommend storing magnetic media at 
a temperature below 125°F and at a humidity level under 80%. 
Even a hot mug of coffee represents a real hazard, so imagine 
what a fire would do. In a FireKing Data Safe, computer media 

is protected from fire, dust, magnetic fields, unauthorized access, 
accidental damage and electrostatic discharge. These safes are 
available in 2 sizes and carry a UL? Class 125 1-hour fire rating* 
and carries a one year warranty. 


FIREKING? 2-HOUR DATA SAFES 


ep DS6420 


Safe shown with Composite Drawers 
and Fixed Shelves (sold separately). 


FEATURES: 

* Programmable electronic lock for security and easy access 

* Available in our Platinum finish 

* Optional interiors allow various configurations to meet your 
storage needs 


TEST PROCEDURE 

“Maintain an interior temperature less than 125 ^F and an interior relative 
humidity less than 80% for Class 125, when exposed to fire as per the 
Standard Time Temperature Curve for 2 hours to 1850 °F. Successfully 
undergo all other requirements for the Fire Endurance Test, the Explosion 
Hazard Test, the Humidity Test and the Fire and Impact Test. 
OPTIONAL INTERIORS 

CS20-FS Fixed shelf for D56420-2 

CS20-CD Composite drawer for DS6420-2 

CS31-FS Fixed shelf for D56431-2 


CS31-CD Composite drawer for DS6431-2 


FIREKING? 2-HOUR FIRE WITH IMPACT-RATED DATA SAFES 
An ideal way to store all types of magnetic media and protect them 
against fire, dust and accidental damage. They are available in 2 sizes 
to accommodate your storage needs and carries a one year warranty. 
These affordable safes provide the ultimate in protection by 
incorporating layers of heat-absorbing material, fireproof insulating 
foam and fireproofing with a tough steel casing. Three-way boltwork 
ensures that doors remain shut if a building collapses during a fire 

or if a forced entry is attempted. Each FireKing 2-Hour Safe carries 

a UL? Class 125 2-hour fire and impact rating* 


FIREKING? 3-HOUR DATA SAFES 


Safe shown with Composite Drawers 
and Fixed Shelves (sold separately). 


- pM4420 


FEATURES 

+ Programmable electronic lock for security and easy access 

+ Available in our Platinum finish 

+ UL RSC Burglary Rating 

+ UL Class 125 3-Hour Fire and Impact Rating 

+ Canadian UL Class 52 3-Hour as to fire and impact resistance 


TEST PROCEDURE 

“Maintain an interior temperature less than 125*F and an interior relative 
humidity less than 80% for Class 125, when exposed to fire as per the 
Standard Time Temperature Curve for 3 hours to 1925*F. Successfully 
undergo all other requirements for the Fire Endurance Test, the Explosion 
Hazard Test, and the Humidity Test. 


OPTIONAL INTERIORS 

CM 12-FS Fixed shelf for DM 1413/2513-3 

CM12-CD Composite Drawer for DM 1413/2513-3 

CM 19-FS Fixed shelf for DM2520/3420/4420-3 
CM19-CD Composite Drawer for DM2520/3420/4420-3 


FIREKING® 3-HOUR FIRE WITH IMPACT-RATED DATA SAFES 
The ultimate in protection against fire, dust, electrostatics and 
accidental damage for your computer media, our highest rated 
safes are perfect for businesses with large-capacity electronic 
storage needs. FireKing 3-Hour Data Safes are available in 5 sizes, 
all featuring the UL? Class 125 3-hour fire and impact rating*, plus 
the UL Residential Security Container (RSC) Burglary Rating for 
tough protection against break-in and carries a one year warranty. 


FIREKING? MEDIAVAULT™ 
The MediaVault storage safe is designed to protect heat-sensitive 
valuables, the MediaVault will protect it from dust and fires of up to 


1700°F. Designed to meet Underwriters Laboratories® (UL®) Class 125, 


one-hour specification for insulated records protection equipment and 
carries a three year warranty. 


FIREPROOF PRODUCTS 


FIREKING? MEDIAVAULT"" 


CAPACITY GUIDE 
3.5" Diskettes 130 
4mm DAT.....60 


8mm DAT. 30 
CDR/ DVDR. 40 
DLT. —.—— 12 


3480/3590. 9 
ZIP? Disk 100 31 


** Without plastic sleeves. 


FireKing 1-Hour 
UL? Class 125 
Fire Rating. 


Safe shown with optional interiors sold separately. 


MEDIA COMPARTMENT PAPER COMPARTMENT 
OPTIONAL INTERIORS OPTIONAL INTERIORS 
CM19-FS Fixed shelf S-21 Fixed shelf 


CM19-CD Composite drawer 


FIREKING® MIXED MEDIA SAFE 
The Mixed Media Safe from FireKing offers the ultimate in versatile 
protection - because it's really two safes in one. The top section 
is a UL® Class 350 1-Hour Impact Rated safe with over 6 cubic feet 
of storage for your important paper records and files. The bottom 
is a UL Class 125 3-Hour Impact Rated data media compartment 
to hold your CDs, tapes, discs and other media. Available in our 
Platinum finish and carries a one year warranty. 


Approx. 
SPECIFICATIONS Catalog No. Description Inside Dimensions Outside Dimensions Shipping Wt. 
H Ww D H w D 
EE" VERTICAL FILES 4-1831-C 4 Drawer Letter 10%" 12%“ 26" 52% 17%" 31%" 603 Ibs. 
A= 4-2131-C 4 Drawer Legal 10%" 15%" 26" 52%" 20%" 31%" 664 Ibs. 
rê Li T K E geg 3-1831-C 3 Drawer Letter 10%" 12%" 26" 40% 174" 31%" 476 lbs. 
— is ØE 3 3-2131-C 3 Drawer Legal 10%" 15%" 26" 40%" 20%" 31%" 526 Ibs. 
2-1831-C 2 Drawer Letter 10%" 12% 26" 27%" 17%" 31e" 348 Ibs. 
2-2131-C 2 Drawer Legal 10%" 15%" 26" 27%" 20%" 31%" 383 Ibs. 
— LATERAL FILES 4-3122-C 4 Drawer 10%" 25%6" 15%" 52%" 31%" 22%" 794 lbs. 


* 4-3822-C 4 Drawer 10%" 31%" 15%" 52% 387% 22%" 907 lbs. 
4-4422-C 4 Drawer 10%" 38"^" 15%" 52%" 44% 22%" 1,019 Ibs. 
A. ck E impact rated Erî ls peg 3-3122-C 3 Drawer 10% 25%" 15%" 40%" 31%" 22%" 574 Ibs. 


3-3822-C 3 Drawer 10%" 31"^" 15%" 40%" 37%" 22%" 756 lbs. 
bd 3-4422-C 3 Drawer 10%" 38 15%" 40%" 44% 22%" 791 lbs. 
2-3122-C 2 Drawer 10%" 25%" 15%" 27%" 31^ 22%" 456 Ibs. 
2-3822-C 2 Drawer 10%" 31"^" 15%" EF SU S ZA 532 lbs. 
2-4422-C 2 Drawer 10%" 38'7" 15%" 27%" 44%“ 22%" 584 Ibs. 
Laterals: Multipurpose lateral files designed for letter and legal filing. Fully equipped for letter and legal hanging folders. 
FIREKING 25? 4-1825-C 4 Dr Letter 25" Deep 10%" 12%“ 19%" 52% 17%" 25½ “ 508 lbs. 
— 42125-C 4 Dr Legal 25" Deep 10%" 15%" 19%" 52%" 206" 25%" 551 lbs. 
LN Le. LTE T 2-1825-C 2 Dr Letter 25" Deep 10%" 12%“ 19%" 27%" 17⁄4" 25%" 287 Ibs. 
— Dr 2-2125-C 2 Dr Legal 25" Deep 10%" 15%" 19%" 27%" 20%" 25%" 326 Ibs. 
FIREKING TURTLE® 4R1822-C 4 Drawer Vertical 10%" 12%“ 15%" 52% 17%" 224 435 lbs. 
ê. EN E, mE o Y 2R1822C 2 Drawer Vertical 10% 12%" 15%" 274" 17" 22%" 251 Ibs. 
: Turtles: A space-saving file 22" deep that holds letter-size hanging folders front-to-back and legal-size hanging folders side-to-side. 
N impact VD" o 0 America Turtles are available in Parchment color only. Turtle files are equipped with four-pin key lock only. Lock accessories not available on Turtle files. 
FIREKING TURTLE® SAFE-IN-A-FILE 2R1822-CAWSF 2 Dr Vertical Safe-In-A-File 10%" 12%" 15%" 27%" Ne 22%" 295 Ibs. 
ê. EN Es, ER == o | Spacious interior safe is 10.9" high, 13.36" wide and 15.27” in depth. Interior safe is painted graphite. 
— File and Safe come standard with key lock. Electronic lock upgrade available on Safe only. Available in Arctic White. 
N es ES bed 
PATRIOT BY FIREKING® 4P1831-C 4 Drawer Letter 10%" 31274" 26" 52%"  17'A& 31%" 603 Ibs. 
y ge 4P2131-C 4 Drawer Legal 10%" 15%" 26" 52%" 20%" 31%" 664 Ibs. 
ig ele Madein 4P1825-C 4 Drawer Letter/Legal 10%" 12%" 19%" 52%" 17%" 25" 508 lbs. 
2P1831-C 2 Drawer Letter 10%" 12%“ 26" 274" Ie 31%" 348 Ibs. 
2P2131-C 2 Drawer Legal 10%" 15%" 26" 27%" 20%" 31%" 383 Ibs. 
2P1825-C 2 Drawer Letter/Legal 10%" 12%" 19%" 274"  17"A" 25" 287 lbs. 


25" fies accent both legal. ar lettersized documents using a Hunted liel or Speo sut tng System. 


FIREKING? SAFE-IN-A-FILE 4-2131-C SF 4 Dr Legal Safe-ln-A-File 10%" 15%" 26" 52% 20%" 31%" 728 lbs. 


y 3-2131-C SF 3 Dr Legal Safe-In-AFile 10%" 15%" 26" 40%" 20%" 31%" 644 Ibs. 
f Y | 2-2131-C SF 2 Dr Legal Safe-In-A-File 10%" 15%" 26" 274" 20%" 31%" 501 Ibs. 
Wee h SR E CES 
— rr Safe-In-A-File: Safe inside dimensions - IO. Hin H, 16%5" W, 24/5" D. Safe interiors available in Graphite color only. 
* E | @ | 
oe n 


ur CARD, CHECK & NOTE FILES 6-2552-C 6 Drawer 6%" 19% 26" 52% 2597 31^" 863 lbs. 
—  42536-C 4 Drawer 6%" 19% 26" 36%" 25%" 31%" 644 lbs. 

d a = eS mE gu 
FIREKING* 2-HOUR VERTICAL FILES 4-1956-2 4 Drawer Letter 11%" 12%" 25%" 56%" 19" 314 957 Ibs. 
p 4221572 4 Drawer Legal 11%" 15%" 26" 57 219 32'e" 1,021 lbs. 
1 U a 2 — 319432 3 Drawer Letter 11%" 1294" 25%" 42%s" 19" 31%0" 665 Ibs. 
LE Pê atê Eê PP) A 321442 3 Drawer Legal 1194 154" 26" 43% % 21%" 32/" 752 Ibs. 
e | 2-1929-2 2 Drawer Letter 11%e" 12%" 25%" 29%" 19" 31%" 477 lbs. 
i 2-2130-2 2 Drawer Legal 11%" 15%" 26" 29%" 219 32'e" 548 Ibs. 
“W~ CABINET CF7236-D 4 Adjustable Shelves 67%" 31%" 15" 72" 36" 19%" 892 Ibs. 
t4 [T CF4436-D 2 Adjustable Shelves 39%" 31%" 15" 44" 36" 19%" 620 Ibs. 

¡tal resistant America 


FIREKING® END-TAB FILING CF7236-MD 6 Fixed Shelves 67%" 31%" 15" 72" 36" 19%" 948 Ibs. 


t= CF4436-MD 3 Fixed Shelves 39%" 31%" 15" 44" 36" 19%" 698 Ibs. 
A. a s coto America 


SPECIFICATIONS 
FIREKING? FIRE AND Ald, 2hour 
WATER RESISTANT SAFES 
e. e. AS 
| 2fh1 hour 
a 
2v. hour 


FIREKING® 1-HOUR FIRE- AND 
BURGLARY-RATED SAFES 


20: 
20 


Made in 
America 


FIREKING® 2-HOUR 
FIRE WITH IMPACT 
AND BURGLARY-RATED 
RECORD SAFES 


N * 
— 
a |= 
RSC 3oft Made in 
burglary rated America 


SURESEAL BY 
FIREKING™ CHESTS 


thr Yahr 
A e. Ru 


FIREKING? 1-HOUR 
FIRE-RATED DATA SAFES 


125° Made in 
rating § water resistant America 


FIREKING® 2-HOUR FIRE WITH 
IMPACT-RATED DATA SAFES 


30ft 425° J 
impact rated rating | water resistant 


FIREKING? 3-HOUR FIRE WITH 
IMPACT-RATED DATA SAFES 


— 
= 
3hr 
— — 
RSC 30ft 125° Made in 
burglary rated IMPACTA rating Î water resistant America 


FIREKING® 
MIXED MEDIA SAFE 


y ZE 
e. 0 Ez 


dıl) hour 


dil1 hour 
dıl hour 


Made in 
America 


FIREKING® MEDIAVAULT™ 


a 
125 Made 
rating America 


FIREPROOF PRODUCTS 


Model Interior Size Exterior Size Weight Capacity 
H Ww D H Ww D 
KF1612-2WHE 16%" 12%" 12%" 21%" 18%" 18€ 198 Ibs. 1.48 cu. ft. 
KF1814-2WHE 18%" 14%" 12%" 24" 19%" 18%" 231 Ibs. 1.85 cu. ft. 
KF2115-2WHE 214" 15%" 13%" 26%" 20%" 19%" 308 Ibs. 2.56 cu. ft. 
KF2617-2WHE 26%" 17%" 13%" 32" 23%" 20" 396 Ibs. 3.6 cu. ft. 
KFO812-1WHE 8" 12%" 9%" 11%" 16%" 14" 81 Ibs. 0.53 cu. ft. 
KFO915-1WHE 91⁄4" 157 12" 134" 19%" 16%" 125 Ibs. 0.97 cu. ft. 
KF1509-1WHE ior 9'a" 12" 19?" 13%" 16%" 125 lbs. 0.97 cu. ft. 
KF2418-HBLE 24%" 18%" 15%" 27%" 21%" 19" 187 Ibs. 4.02 cu. ft. 
Depth does not include lock or handle. 
FB1612-1 16" 12" 12%" 21%" 17%" 21%" 320 Ibs. 1.3 cu. ft. 
FB2218C1 22" 18%" 124" 27%" 247e" 21%" 590 Ibs. 2.9 cu. ft. 
FB2218-1 220 18%" 16" 27%" 247e" 25%" 620 Ibs. 3.8 cu. ft. 
FB3020-1 30" 20" eu 35%" 25%" 30%" 915 lbs. 7.3 cu. ft. 
FB3624-1 36" 24" 2 41" 29%" 30%" 1,040 Ibs. 10.5 cu. ft. 
FB4524-1 45" 24" 210 50%" 29 % 30%" 1,140 Ibs. 13.1 cu. ft. 
FB5428-1 54%" 28%" 19%" 60%" 34%" 29%" 1,240 Ibs. 17.8 cu. ft. 
See your dealer for the complete selection of interior designs. 
KR2115-2 20" 18%" 15" 30%" 25% 22%" 420 lbs. 3.2 cu. ft. 
KR2021-2 20" 18%" 21" 30%" 25%" 28%" 560 Ibs. 4.5 cu. ft. 
KR3115-2 30%" 18%" 15" 41%" 255" 22%" 525 Ibs. 4.9 cu. ft. 
KR3121-2 30%" 18%" 21" 41%" 25%" 28%" 635 lbs. 6.9 cu. ft. 
KR3921-2 395" 18%" 21" 49%" 25%" 28%" 760 lbs. 8.9 cu. ft. 
KR5021-2 50" (AM — 214 60%" 25%" 28%" 875 Ibs. 11.2 cu. ft. 
See your dealer for the complete selection of interior designs. 
SS102 4.5" 9.6" 6.0" 7.3" 12.2" 9.8" 20 Ibs. 0.15 cu. ft. 
SS103 3-94 13.1" 8.5" 6.5" 15.9" 12.4" 29 lbs. 0.27 cu. ft. 
SS104 3.8" 14.8" 12.0" 7.3" 19.9" 17.0" 56 Ibs. 0.38 cu. ft. 
SS106 TOT — T0227 8.4" 13.0" 16.0" 12.5" 51 Ibs. 0.6 cu. ft. 
DS1513-1 14%" 12%" 12740" 25%" 21%" 22%" 297 Ibs. 1.3 cu. ft. 
DS 1817-1 17%" 16%" 17" 28%" 257" 26%" 429 lbs. 2.8 cu. ft. 
DS6420-2 63%" 19%" 15%" 16%" 297e" 30" 1,380 Ibs. 11.2 cu. ft. 
DS6431-2 634" 30%" 18%" 16%" 40%" 327A" 1,870 lbs. 20.9 cu. ft. 
See your dealer for the complete selection of interior designs. 
DM1413-3 13%" 11%" 16%" 29%" 254" 31" 650 lbs. 1.5 cu. ft 
DM2513-3 24% 11%" 16746" 40%" 25%" 31" 740 lbs. 2.7 cu. ft 
DM2520-3 24%" 18%" 1617e" 40%" 32" 31"* 1,050 Ibs. 4.5 cu. ft 
DM3420-3 33% 18%" 1617e" 49%" 32'e" 31" 1,240 Ibs. 6.0 cu. ft 
DM4420-3 43%" 18%" 16e 59%" 32'e" aq 1,420 Ibs. 7.9 cu. ft 
"Exterior depth does not include handle depth of 174" 
DP2150-M 59%" 32%" 31"* 1,290 Ibs. 
Paper compartment 19%" 26%" 20%." 6.1 cu. ft. 
Media compartment 24%" 18%" 16e, 4.4 cu. ft. 
“Exterior depth does not include handle depth of 134". 
MV 1000 5%" 64" 874" 10%" 11%" 17%" 70 Ibs. 0.2 cu. ft. 


SECURITY PRODUCTS 


As your requirements for 
organization and security grow, FireKing is ready 

to help with smart, durable solutions that fit perfectly 
with any decor. Our full line of Gary? by FireKing* 
safes protects valuable items from burglary and theft, 
and are available in multiple configurations including 


a line of sleek personal safes. 


In the Hercules? by FireKing® line, you'll find 
versatile, durable solutions that offer quick and 
organized access to small valuables like keys, 
currency and coins. Hercules solutions include 

cash boxes, cash drawers, key management systems 
and specialty security products designed to be as 


convenient as they are dependable. 


For every reason, choose FireKing, and invest in 


your own peace of mind. 


Gary 


By FireKing 


GARY? BY FIREKING? HOME SAFES 


LAPTOP SAFE 
LT1507 


+ Designed to offer secure protection for laptop computers 
and other valuable possessions 

* Compact size allows easy installation on the wall or floor 
in home, dorm room, office - even in your automobile 

* Electronic lock provides security and easy access 
(batteries included); equipped with four-bit mechanical 


key for emergency 


* Tough construction with a pry-resistant door and 


durable finish 
+ Available in Light Gray 


GARY? BY FIREKING® 
LAPTOP SAFE 


GARY? BY FIREKING® 
PERSONAL SAFE 


theft resistant 


PERSONAL SAFE 
HS1207 


* Offers big protection in a compact size; 
ideal for home, office, workstations, automobile 
- anywhere you need valuables protected 
* Bolt-Down Kit (included) easily attaches safe to the wall or floor 
* Digital keypad with 3- to 8-digit programmable code entry 
provides security and easy access (batteries included) 


* Manual override keys for emergencies 


* Tough 9-gauge construction on door and 
14-gauge walls resist burglary and break-ins 


SPECIFICATIONS 

Model Interior Size Exterior Size Weight Capacity Thickness of Steel 
H Ww D H Ww D Body Door 

LT1507* 7%" 15%" 14%" 7%" 15%" 16%" 34 lbs. 1.2 cu. ft. 14-gauge 3-gauge 

.08/2mm .24"/6mm 

190 Day Warranty 

HS1207t 7%" 12" 5%" Th" 12%" 7%" 19 Ibs. .3 cu. ft. 14-gauge 9-gaug 

190 Day Warranty 


A SAFE FOR EVERY NEED 

Gary by FireKing Personal Safes, Laptop Safes, Trim Safes, and 
Depository Safes offer superior theft and burglary protection for 
virtually any size, shape, or application. No matter where life may 


take you, your cash and valuables can stay secure. 


GARY? BY FIREKING? PERSONAL AND LAPTOP SAFES 

Gary by FireKing offers big protection in a compact size. The Gary by 
FireKing Personal Safe is ideal for home, office, vehicle, or anywhere 
you need to keep valuables protected; The Gary by FireKing Laptop 
Safe is specially designed to protect laptop computers and other 
small valuables. Both are available in light gray and feature a digital 
keypad with programmable code entry for security and easy access, 
are equipped with a mechanical key lock for emergency backup 
entry, and install easily to the wall or floor. 


lg | 


By FireKing 


TRIM SAFE 
MS1206 


* Ideal for cash-based businesses 
* Compact size and easily mounted 
* Installation allowed near cash registers 


to permit frequent cash drops 
* Key lock 
Slot dimensions: 5°/s" w. x °/s" h. 


SECURITY PRODUCTS 


GARY? BY FIREKING? 


DEPOSITORY SAFE 
FB2114-RE 
Shown with optional electronic lock 


——— AN 


— 


Created to handle the needs of retailers 

* 3/8" door, formed: steel body with front 
loading hopper 

+ All models available with key and/or 
combination (dial or electronic) locks 

+ The compact size of single door models 
permits under-counter installation 


SPECIFICATIONS 
Model Interior Size Exterior Size Weight Capacity 
H w D H w D 
GARY? BY FIREKING® 
TRIM SAFE MS1206 10% 6" 6" 12" 6" 7" 15 Ibs. .2 cu. ft. 
1 year warranty 
GARY? BY FIREKING® FB2114-RC 12" 12" 12" 21" 14" 14" 97 lbs. 1.6 cu. ft. 
DEPOSITORY SAFE WITH 
FRONT-PULL HOPPER FB2114-RK 12" 12" 12" 21" 14" 14" 97 Ibs. 1.6 cu. ft. 
12" 21" 14" 14" 97 lbs. 1.6 cu. ft. 


FB2114-RE 12" 12" 
1 year warranty 


RK = Key lock RE = electronic lock RC = Combination lock 


GARY? BY FIREKING? TRIM SAFE 

For reliable protection from theft and robbery, you'll do very well 

to choose the Gary by FireKing Trim Safe. It is ideal for cash-based 
retail businesses, with a compact profile that installs easily near 
cash registers to permit frequent cash drops and limit your exposure 
to robbery. Available in Black. 


*Inner compartment dimensions 


GARY? BY FIREKING® DEPOSITORY SAFES 

Our Depository Safes feature a /“ door and formed-steel body, 
and are available with several key and combination lock options. 
A very smart buy and reliable protection from theft and robbery. 
Available in Taupe. 


HERCULES BY FIREKING® CASH DRAWERS 


CD1314 CD1317 CD1618 
Compact Steel Cash Drawer Standard Steel Custom Steel Cash Drawer 
Cash Drawer 


* Tray with 4 adjustable bill and + Tray with 5 adjustable bill and 5 + Tray with 5 adjustable bill and 5 
5 fixed coin compartments. adjustable coin compartments. 2 slots adjustable coin compartments. 2 slots 
in drawer face for easy bill storage. in drawer face for easy bill storage. 
Coin tray is removable. Unique cable management in back. 


Coin tray is removable. 


SPECIFICATIONS 
Model Lock Exterior Size Weight Cubic Feet 
H w D 
HERCULES BY FIREKING® CD1314 2 keys included 3" 13" 14%" 9.5 Ibs. 0.33 cu. ft. 
CASH DRAWERS 
CD 1317 2 keys included 3%" 16%" 17%" 14.75 lbs. 0.58 cu. ft. 
g CD1618 2 keys included 3%" 16%" 18" 15.4 Ibs. 0.6 cu. ft. 
5 year warranty 
DESIGNED TO PROTECT WHAT'S IMPORTANT HERCULES BY FIREKING® CASH DRAWERS 
You need commercial-grade equipment that can protect and New FireKing line of Cash Drawers are made of heavy gauge steel 
organize. The Hercules by FireKing® line includes steel cash with theft resistant locking mechanisms and new Silver Vein scratch 
drawers and cash boxes, emergency boxes, key safes and resistant powder coating. 


more, all designed to keep your cash and valuables safe 
without sacrificing convenience. No matter what your line 
of work, Hercules by FireKing has a solution to protect your 
business and your peace of mind. 


Products consist of 9 and 10 compartment capacities; Spring 
opening with key for higher security. Slots on two units for instant 
filing of checks or receipts without opening drawer. Trays feature 
unique adjustable grooves so blades can be moved to accommodate 
bills of other countries. Smooth suspension drawer and 4 rubber feet 
to protect surfaces. Includes cable for receipt printer. 24 Volt Drawer 
Release Solenoid (when using receipt printer). 


CB0604 
Coin and Stamp Box 


CB0806 


+ Removable 6 compartment tray Great + Can be used as a small cash box with removable 
for small items, collectibles and craft 4 compartment tray or as a 10 hook key cabinet. 


supplies. Slot measures 1% x %2. 


CB0707 
Compact Cash Box 


Key tags and mounting hardware included. 


Convertible Cash and Key Box 


SECURITY PRODUCTS 


CB1210 
Key Locking Cash Box 


+ Lift out 5 compartment coin tray, 4 
spring loaded bill clips and convenient 
carry handle. Stop hinge design keeps 
unauthorized eyes from observing cash. 


SPECIFICATIONS 
Model Lock Exterior Size Weight Cubic Feet 
H Ww D 

HERCULES CBO604 2 keys included 3" 6" 4%" 1.32 Ibs. 0.05 cu. ft. 
BY FIREKING? 
CASH BOXES CBO806 2 keys included 3%" 7%" 6%" 2.3 lbs. 0.12 cu. ft. 
CB1210 2 keys included 4" 11%" 10" 4.25 lbs. 0.25 cu. ft. 
theft resistant CBO707 2 keys included 2" 6%" 6%" 1.65 Ibs. 0.05 cu. ft. 


+ Fits inside of 5 year warranty 
small drawer. 
Removable 4 
compartment tray. 


HERCULES BY FIREKING® CASH BOXES 


The Cash line management products was designed with strength and security in mind. The line is designed with heavy gauge recycled steel and 


seamless lines. The locks and handles were added to provide security for all contents and ease of use. The painted finish is none other than Silver 


Vein textured powder coat which will resist the elements and day to day use. 


HERCULES BY FIREKING® CASH BOXES 


CB1007 


Large Cash Box 


+ Removable 6 compartment tray 
and convenient carry handle. 


HERCULES 
BY FIREKING® 
CASH BOXES 


theft resistant 


CB1108 
Standard Cash Box 


+ Removable 7 compartment tray. Equipped with 
a hasp style key lock. Plus a convenient carry 
handle. Great for garage sales, and crafts. 


CB1209 
Custom Cash Box 


+ 8 coin and 1 bill tray on bottom and 
4 spring loaded bill clips on top lid. 
Also features slot under tray for quick 
deposit and a convenient carry handle. 


SPECIFICATIONS 

Model Lock Exterior Size Weight Cubic Feet 
H w D 

CB1007 2 keys included 3'e" Y" Th" 2.7 lbs. 0.18 cu. ft. 

CB 1108 2 keys included 4" 11" Tu 3.5 Ibs. 0.2 cu. ft. 

CB1209 2 keys included 3'A" 1194" 9% 4.5 Ibs. 0.25 cu. ft. 

5 year warranty 


HERCULES BY FIREKING® CASH BOXES 
The Cash line management products was designed with strength and security in mind. The line is designed with heavy gauge recycled steel and 

seamless lines. The locks and handles were added to provide security for all contents and ease of use. The painted finish is none other than Silver 
Vein textured powder coat which will resist the elements and day to day use. 


SECURITY PRODUCTS 


HERCULES BY FIREKING® KEY CABINET 


KE1502-120 
120-Key Tag Electronic Key Cabinet 


KK0903-100 
100-Key Tag Cabinet 
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SPECIFICATIONS 
Model Key Capacity Lock Exterior Size Weight Cubic Feet 
H w D 
HERCULES BY FIREKING® KE1002-30 30 Electronic Lock and 12" 9%" 25" 4.6 Ibs. 0.17 cu. ft. 
KEY CABINETS two override keys 
H KE 1302-60 60 Electronic Lock and 17" 13" 2 7.2 lbs. 0.32 cu. ft. 
two override keys 
KE1502-120 120 Electronic Lock and 17" 14%" 2%" 8.2 lbs. 0.36 cu. ft. 
two override keys 
KK0803-32 32 Key (2 keys included) 9%" 8" 3" 2.95 Ibs. 0.14 cu. ft. 
KK0902-52 52 Key (2 keys included) 117%" 9" 3" 3.95 lbs. 0.18 cu. ft. 
KK0903-100 100 Key (2 keys included) 11%" 9" 3" 5.19 Ibs. 0.18 cu. ft. 
5 year warranty 
HERCULES BY FIREKING® ELECTRONIC KEY CABINET HERCULES BY FIREKING® KEY CABINET 
New Hercules Key cabinets with electronic locking devices add The hook style key cabinet line is made of heavy gauge steel 
higher security at an affordable price. Welded heavy gauge steel with designed with a unique drawn formed seamless body and locks 
full piano hinges. Numbered white key tags with chrome plated steel which resists prying or tampering. Each cabinet features a unique 
hooks. Key Control Chart included to record lock and/or key location key drop slot for afterhours security. The cabinet doors are fitted 
for better organization. A supply of yellow key loaned tags are included with a convenient door plate for easy opening and closing. Hook 


style black key tags with plastic protected writing surfaces, and 
key rings are provided to store and organize your keys. Handsome 
two-tone design with rich scratch resistant Silver Vein powder 
coat enamel. 


to identify your current users of secured keys. The Electronic Locks 
provide up to 8 number key pad codes for enhanced security. Easy 
open lock and door handle. Alarm after 3 wrong entries and automatic 
lock out. 2 manual override keys for emergency opening. Low battery 
indicator. Batteries included. Available in Silver Vein scratch resistant 
powder coating. 


HERCULES BY FIREKING® BOOK SAFES 


BK0802 
Key Lock 


SECURITY PRODUCTS 


HERCULES BY FIREKING® 
EMERGENCY KEY SAFE 


BC0903 
Combonation Lock 


EK0506 
Key Locking Cash Box 


Felt Lined 


SPECIFICATIONS 
Model Lock Interior Size Exterior Size Weight Capacity 
HERCULES BY FIREKING® 
BOOK SAFES H n D N w D 
BCO903 Combo 9" 8 2w 9%" 8y" 39 3.3 Ibs. .011 cu. ft. 
theft resistant BK0802 Key 10" %%, 2" 10%" 7%" 2E 3.3 Ibs. .09 cu. ft. 
5 year warranty 
HERCULES BY FIREKING® EKO506 2 keys included 6" 4%" 3" 1.3 lbs. 0.05 cu. ft. 
EMERGENCY KEY SAFE 
5 year warranty 
BOOK SAFES EMERGENCY KEY SAFE 


Made with heavy gauge steel covered in book binding disguised 
as English Dictionary. Choose a Blue dictionary with a 3 wheel 
combination lock. Or choose a Red dictionary with a concealed 
key lock compartment. Both are great for hiding cash, collectibles, 
and personal items. 


Seamless drawn heavy gauge steel construction with piano hinge. 
Holds 3 emergency use keys. Features glass window if forced entry 
is required. Used by Fire departments, law enforcement staff for 
emergency access. Red powder coat finish. 
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SAFETY RATINGS 


Underwriters Laboratories? (UL?) 

UL UL is internationally recognized for conducting the most comprehensive tests in the world. For 
maximum records protection, a fire- and/or impact-rated safe by UL has been renowned as the best 
since 1923. Contractors, building and fire inspectors, and other code authorities all seek out the UL 
Mark as confirmation of the highest level of security. In addition to being tested to withstand falls and 


fire, UL-rated safes can also survive a wide variety of attacks with both hand and power tools. 


FIRE RATINGS 


Fire ratings for protecting paper are evaluated by conditioning safes to withstand varying furnace 
heat for specific amounts of time. For example, the UL Class 350 1-hour fire rating means that the 
internal temperature of the safe will not exceed 350°F for at least 1 hour when exposed to external 


temperatures over 1700°F. A safe may have a 1-, 2-, or 3-hour time classification. 


MEDIA RATINGS 


The UL Class 125 Rating for media protection means the safe must maintain an interior temperature 
less than 125°F and an interior relative humidity less than 80%. This classification will ensure 
protection for any electronic media such as digital discs, computer storage discs, and even microfiche. 


A safe may have a 1-, 2-, or 3-hour time classification. 


IMPACT RATINGS 


These tests call for the safe to be heated to 1550°F for 30 minutes then dropped onto concrete rubble 
from a height of 30 feet within 2 minutes of leaving the furnace. Then it is inverted and reheated for 
another 30 minutes. An explosion test may also be administered to certain models, which leaves the 


safe in a 2000°F furnace for 30 minutes. It is then inspected for heat or moisture damage. 


RSC BURGLARY RATING 


A Residential Security Container (RSC) is tested to withstand five full minutes of rigorous prying, 
drilling, punching, chiseling, and tampering attacks by UL technicians. RSCs come in a B Rating (doors 
less than 1" thick and a body construction less than 1/2" thick) and a C Rating (doors at least 1" thick 


and a body construction at least V2" thick.) Both versions are constructed of steel. 
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